












reuse me 


The inner surface of this bag 
contains an anti-bacterial 
additive, however in the 
event of spillages always 
wipe-clean using a 
disposable paper-towel- and 
use detergents where 
necessary. 

Allow to air dry. 

This bag is treated with Biomaster 
silver biocide tested to ISO 22196:2011. 

Please use Biocides responsibly. 
Biomaster Protected® is a registered 
trademark of Addmaster (UK) Ltd. 


